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UNCLASSIFIED 

PAGE 01 KINGST 04603 08I448Z 
ACTION ARA-14 

INFO OCT-OI ISO-00 AID-05 OES-07 /027 W 

II52I9 08I452Z/64 

P08I413ZJUN78 

FM AMEMBASSY KINGSTON 

TO SECSTATE WASHDC PRIORITY 1646 

UNCLAS KINGSTON 4603 


Message Text 


E.O. 11652: N/A 

SUBJECT: POPULATION: FEMALE STERILIZATION EQUIPMENT 
REE: STATE 117157 


ACKNOWLEDGE RECEIPT OF INFORMATION. RECEIVED NO RESPONSE 
TO DATE FROM GOJ/MOHEC. WILL ADVISE EURTHER WHEN WE ARE IN 
RECEIPT OP RESPONSE. 

IRVING 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, BIRTH CONTROL 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978KINGST04603 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780239-1005 

Format: TEL 
From: KINGSTON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780682/aaaacsni.tel 

Line Count: 31 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2930408f-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 1 17157 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2441173 
Secure: OPEN 
Status: NATIVE 

Subject: POPULATION: FEMALE STERILIZATION EQUIPMENT 
TAGS: SPOP, JM 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2930408f-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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